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for extreme flexibility 


NON-BOILABLE Kalmerid Catgut 


@Stertamidaslivzces 


‘Identical In €veryv. Esséntiai 


with the other varieties of 


D&G Sutures 








DAVIS & GECK, INC. 


In This Issue— 
Winnipeg’s Municipal Hospital System 
Types and Qualities of Canned Goods 
News of Hospitals and Staffs 
The Guelph General Hospital 
Dietetic Department 
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_,” Your favorite absorbent .. . 
now ready-cut into the most convenient sizes! 





dressings and dressing materials to hospitals in the most 


N the short space of ten years, 

Cellucotton Absorbent Wad- 
ding has become the favorite ab- 
sorbent material in most American 
and Canadian hospitals. 


More absorbent than cotton, 
and less costly, Cellucotton Ab- 
sorbent Wadding materially im- 
proves dressings technique from 
the twin standpoints of efficiency 
and economy. 


And now—in addition to its 
many other outstanding features— 
Cellucotton Absorbent Wadding 
offers a still greater advantage— 
convenience. For now, this fine ab- 
sorbent may be bought ready-cut 
in the sizes most needed by hos- 
pitals. 

No more tedious labor for 
nurses, cutting up material for 
dressings! No more lack of cut 





Cellucotton Absorbent Wadding, ready-cut! The newest step in the Lewis plan to give 


t forms p 





material in crucial moments. 


Cellucotton Absorbent Wad- 
ding, ready-cut, is the newest step 
in the Lewis plan to give hospi- 
tals surgical dressings in the most 
convenient forms possible. 


Cellucotton Absorbent Wad- 
ding is cut into 6 commonly used 
sizes. From these sizes, hospitals 
can make nearly every dressing 
they need. Thus you may now 





5 IMPORTANT USES 
—@— 

Maternity Pads 

Abdominal or Combination 

Dressings 

Empyema Dressings 


Dressings for all other drain- 
age cases 


Defecation Pads 











enjoy Cellucotton Absorbent 
Wadding’s unsurpassed absor- 
bency—its remarkable economy— 
together with a new convenience 
in use. Letussend youfreesamples 
of the new ready-cut Cellucotton 
Absorbent Wadding. Ask also for 
samples of Celluwipes and Kotex. 
Write today. 

For those who prefer to order 
in bulk, 16 and 2 pound rolls are, 
of course, available. 

* x % 
{Always look for the blue, 
easily-identified wrapper, 
stamped with the trade- 
marked name “Cellucotton”’} 


LEWIS MANUFACTURING 
COMPANY 
OF CANADA, LTD. 
13 Victoria Square, Montreal, Quebec 


CELLUCOTTON ABSORBENT WADDING 


Please refer to THE CANADIAN HOSPITAL when writing 
































September, 1927 


THE CANADIAN 


HOSPITAL 























Style No. 3700 


SURGEON’S 


OPERATING GOWN 


Reg. Cuffs, $19.00 per doz. 
Knitted Cuffs, $21.00 per doz. 























Style No. 9003 


BIB APRON 


Best Sheeting 
$1.50 each or 6 for $8.50 


ALL OUR GARMENTS 
UNCONDITIONALLY 
GUARANTEED AS TO 
MATERIAL AND 
WORKMANSHIP. 


ARE ADVANCING DAILY 





PLACING ORDERS FOR 
PRESENT OR FUTURE REQUIREMENTS 
STRONGLY RECOMMENDED 





Style No. 300 


HOUSE 
DOCTOR’S COAT 


Made of bleached drill, this 
coat is neat and serviceable. 
It has the lay-down collar, 
three pockets, detachable 
buttons and pointed cuff on 
sleeve. 


Pric 
CONG ccscicticsmciomenal $25.50 doz. 














Style No. 700 


ORDERLY’S COAT 


Made of good quality 
bleached duck, plain white 
or striped, medium h 
collar, three pockets, five 
detachable buttons, neat 
pointed cuff on 


Prices: 
Plain white.........$20.00 doz. 
Striped............ $21.00 doz. 





Style No. 407 


PATIENT’S BED GOWN 


Standard length 40 in., opens down back, with linen 
buttons or tie tapes if preferred, reinforced with yoke 


Prices: 
Indian Head, unbleached.............. $9.00 per doz. 


both back and front. 


Indian Head, bleached 


So: $13.00 per doz. 


SALES TAX INCLUDED 
PRICES SUBJECT TO CHANGE WITHOUT NOTICE 


Made in Canada by 


CORBETT- COWLEY 


Limited 


468 Kin 
TORO 


St. W. 


314 Notre Dame St. W. 
MONTREAL 
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5” 
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Style No. 3200 


NURSE’S 


OPERATING GOWN 
Reg. Cuffs, $19.00 per doz. 
sleeve. Knitted Cuffs, $21.00 per doz. 























Style No. 9001 


WAIST APRON 


Best Sheeting 
$1.00 each or 6 for $5.50 


A postcard will 
bring samples of 
material for Hospital 
Garments and Nurses’ 
Uniforms, also cata- 
logue of 


C UNIFORMS C 
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The excellence of 


ACME-INTERNATIONAL X-RAY EQUIPMENT 
IS EVIDENCED BY THE CHARACTER OF 
CANADIAN INSTITUTIONS WHICH 
HAVE CHOSEN IT. 


Sold, Installed and Satisfactorily Serviced by 


THE M. B. EVANS X-RAY CO. 


-) Toronto Branch: 60 RICHMOND ST. E. DETROIT 


S]]2]592]2]2]]2]]2]]]]]HSees 
2222122] 22]2])]]3]3 bSSoHS5 






‘GAME ©. ata > 


‘The Precision Super-fligh Speed 
with 100 Point ee Control- 


An Ideal X-Ray Generator 





Recrirtes all useful portions of sine wave. 

Discards all that portion of the wave which tends only 
to produce unnecessary heat in the x-ray tube. 

IN RADIOGRAPHY, it delivers twice as much useful 
x-rays, permitting half reduction of exposure time or use 
of fine focus tube at lower techniques. 





: ‘THE performance and features: 
: of this generator strongly ap- 
; =< to Roentgenologists as of- : 
a facility for important ; 
: pete i in radiography and : 
: and x-ray therapy 





IN X-RAY TH ERAPY, at customary filtration, this gen- 








erator delivers in excess of one-third more radiation. "i 
Coronaless and unaffected by humidity. Write at once for special circular 212 con- 
Quiet i in operation. taining detailed discussion of the Precision 
‘Transformer covered by ‘‘Life Time” guarantee. Super - High Speed X-Ray Generator. 


OR ETL RT i Sk TTC ES. eae mm ee 
ACME INTERNATIONAL X*RAY COMPANY 
725 WEST LAKE STREET CHICAGO, U.S.A. 
Exclusive Manufacturers of PRECISION CORONALESS X-RAY rt cane tea! 
(EBS RE RARE SS A LS ea TET 
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Hospital 


Saves $2,192 Every Year 
and Enjoys Health- Aiding 
Floor Cleanliness Besides 


Tue remarkable story of how this huge 

hospital, covering four city blocks, 
is profiting by the use of Finnell Electric 
Floor Machines is told in a recent certified 
report. 

“In the Administration and Women’s 
Buildings, five men using Finnell equi 
rent scrub 112,800 sq. ft. of floor wolie 
—chiefly concrete and terrazzo, 
with some marble and rubber. 
This requires 108 man-hours, 
averaging 1,044 sq. ft. per man- 
hour. At 50 cents an hour, the 
cost is $2,808 per year for labor, 
or an average of 2.5 
cents per sq. ft. per 
year. Allowing 
$1,000 a year for 


F | 








new brushes, supplies and 
repairs, the final cost is 
only 3.4 cents per sq. ft. 
per year. 

“If these floors were 
scrubbed by hand, at the 
rate of 400 sq. ft. per man- 
hour, 282 hours per week 
would be required. At 40 
cents per hour, this is 
$5,865 per year. Supplies would bring the 
total to about $6,000. Therefore two 
FINNELL machines save about $2,192 
per year, which more than pays for 
all the equipment each year!”’ 

Besides this yearly saving, the 
FINNELL machines are paying a divid- 
end in greater cleanliness that cannot be 


achieved | other way. 


ELECTRIC FLOOR MACHINE 
It waxes - It polishes 


- It scrubs 
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How Johns Hopkins 





Johns Hopkins Hospital, Baltimore, Md. 


Saving Possible in Hospital of Any Size 

Your hospital, too, whether large or 
small, can enjoy the benefits of really 
clean floors at lowest cost. For there are 
eight FINNELL models, to suit every 
hospital need most economically. 

Send for Free Story and Estimate 

The story of how to maintain your floors 
at least expense and have them pay div- 
idends in increased patronage and effi- 
ciency is free on request. If you wish an 

estimate of possible saving, enclose 

description of floors, area and present 

cleaning methods. Address 

DUSTBANE PRODUCTS LIMITED 


Standard Bank Bidg. OTTAWA, ONT. 
Branches: Montreal, Winnipeg, V: r 























The Toronto General Hospital, 
Hamilton General, Homewood, 
Brantford General and other 
leading hospitals use “Wear- 
Ever’ Utensils daily in the 
safe preparation of every 
variety of food — including 
infant feedings. 


“Wear-Ever’ 


Aluminum Kitchen Ware 


does not rust or corrode, 
does not require relining, 
is impervious to food acids 
or odors. Itis the first choice 
of leading hospitals because 
of its economy and because 


Please refer to THE CANADIAN HOSPITAL when writing 


ALUMINUM COMPANY OF CANADA, LIMITED 
Toronto, Ont. 


it insures well-cooked, full- 
flavored and wholesome 
foods. Write for informa- 
tion regarding the advan- 
tages of “Wear-Ever” equip- 
ment for your institution. 
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The Victor Electrocardiograph in use in the hospital (photograph through courtesy of Tacoma General Hospital, Tacoma, Wash). 
Note in the insert picture how compact the instrument is. Can be moved quickly and conveniently for use in any part of the ~ 
hospital. Operates entirely from batteries, amplifying the body current by a method similar to radio amplification. 


As Sensitive as Any Other Electro- 
cardiograph—Yet It Is Portable 


, FTER years of investigation and experimental non-portable electrocardiograph, regardless of size 
work by the research laboratories of General _ or elaborateness of installation. It is entirely self-con- 
Electric Company, this new type Electrocardiograph tained; you can carry it with you anywhere and 
is offered the medical profes- operate it independent of elec- 
sion through the Victor X- tric supply lines. 
Ray Corporation. a @lY@)@ we & Let us send you complete 
an NY? 


The engineers of General ee literature. We will also tell 





Electric Co. and Victor X- ee ee) you where you may see the 
Ray Corporation have accom- EP ot "gy portable Victor Electrocardio- 
‘ | q 
plished what to many cardi- graph demonstrated. Certainly 
ologists has seemed a remote Coinniict Dams od can Modiamiaeaendls it would be unwise to invest 


possibility. By new princi- in any instrument of this 
ples of design, a portable instrument has been per- character without first learning the facts about this 


fected which is fully the equal in performance of any the latest development in the field. Write us today. 


VICTOR X-RAY CORPORATION OF CANADA, LTD. 


WINNIPEG—Victor X-Ray Corp. of Canada, Ltd., Medical Arts Bldg. VANCOUVER—Victor X-Ray Corp. of Canada, Ltd. 
TORONTO—2 College St. Motor Transportation Bldg., 570 Dunsmuir Rd. 
MONTREAL—524 Medical Arts Bldg. DETROIT—For Essex County: 617 Charlevoix Bldg. 








PHYSICAL THERAPY 
High Frequency, Ultra-Violet, 
Sinusoidal, Galvanic and 
Phototherapy Apparatus 








Xr RAY 
Diagnostic and Deep Therapy 
K Apparatus. Also manufacturers 
of the Coolidge Tube 
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OFFICIALS OF CANADIAN HOSPITAL ASSOCIATIONS 


Alberta Hospital Association. 
President, Dr. H. R. Smith, Edmonton. 
Sec.-Treas., J. A. Montgomery, Edmonton. 
British Columbia Hospitals Association. 
President, Geo. S. Haddon, Vancouver. 
Secretary, E. S. Withers, Royal Columbian Hospital, New 
Westminster, B.C. 
Manitoba Hospital Association. 
President, Robert Darrach, Brandon. 
Secretary, Dr. G. S. Williams, Children’s Hospital, Winnipeg. 
Maritime Catholic Hospital Association. 
President, Rev. Mother Audet, Campbellton, N.B. 
5 ad Rev. Sr. M. Carroll, Hotel Dieu, Campbellton, 


Ontario Hospital Association. 
¢ President, Geo. G. Moncrieff, Petrolia. 
Secretary, Dr. F. W. Routley, Ontario Division, Canadian 
Red Cross, Toronto. 
Saskatchewan Hospital Association. 
President, W. E. Stephenson, Moose Jaw. 
Secretary, G. E. Patterson, Regina. 


Ud 


abe 


An International Hospital Conference 

Plans have just been announced for the holding 
of an international hospital conference, probably in 
1929. The American Hospital Association has a 
committee on international hospital relations, under 
the chairmanship of Dr. S. S. Goldwater, and a con- 
ference has been arranged to take place in Paris on 
September 29th. 

The time would seem to be ripe for such a con- 
ference. It could appropriately take stock of the 
striking development of hospitals during the past 
decade, here and abroad. We have not only attained 
an improved technique in the treatment of disease, 
notably in the field of radiotherapy, but the socia! 
outlook has widened, and new administrative ideas 
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have been developed to meet modern needs. In 
Canada and the United States progress has been un- 
precedented, and if it is decided to hold the con- 
ference on this side of the Atlantic we should have 
much to show visiting delegates. 

It goes without saying that we still have much to 
learn from the experience of other lands. Not alone 
in the improvement of technique, but in efficiency of 
administration, their experience should be of profit 
tous. It is planned to assemble at the conference the 
most up-to-date exhibits of hospital construction, 
administration and equipment, and it is hoped that 
the leading medical men of the countries represented 
will take part in the discussions. The result should be 
to help raise hospital standards throughout the world. 


ay 


+ 


Miss Livingston Led the Way 


As founder of the Montreal General Hospital 
Training School for Nurses, and as superintendent of 
the nursing staff from 1890 to 1919, the late Miss 
Gertrude Elizabeth Livingston achieved not only a 
national, but an international work, since the stand- 
ards she established in nursing in this city were fol- 
lowed by training schools in other countries as well. 

A signal tribute was paid to Miss Livingston in the 
dedication of the Montreal General Hospital year 
book for 1925, in which are described the conditions 
obtaining previous to her taking charge, and the 
reforms she effected, to which the present high 
standards are largely due. 

The leading article in the 1925 year book says: 

“Canada can well be proud of her, because did 
she not help in its upbuilding? The nursing world 
internationally owes her a debt of gratitude which 
cannot in any better way be paid than by following 
her lead. The manner in which this righteous and 
noble woman stood to her guns has in a measure made 
possible the advantages of to-day’s modern training 
school. 

“Miss Livingston raised one great Canadian 
hospital to a height that Canadians can well be proud 
of, arid during her career equipped 637 graduates with 
the tools with which to work so that they might go 
into all corners of the earth and preach by their work 
the gospel of good-fellowship among the sick. 

“To her belongs the credit of the first ‘preliminary’ 
class in Canada, achieved in 1906, the first proba- 
tioners’ uniform in America and the first three-year 
course in America. She fought for and secured the 
first instructor for nursing schools in Canada. Her 
school has been registered in New York State for 
twenty-two years.” 

Us 


AI 


To Discharge Mental Hospital Patients 

As the result of a survey of the mental institutions 
of Ontario, a substantial number of patients will be 
discharged and returned either to their homes or to 
the care of the municipalities by which they were 
committed. The Hon. Mr. Goldie stated that there 
are some 1,100 senile patients who have been in the 
various provincial institutions for some years. When 
these people were committed they were insane, and 
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possibly in some cases if not in most, violent; but as 
they have grown older age has had its effect and with 
advancing years their condition has modified or im- 
proved, and they are now considered to be safe to be 
at large. Out ofa total institutional population of ten 
or eleven thousand, practically ten per cent. are in a 
condition which fits them for discharge from institu- 
tional care. 

Though this is the first survey to which these 
institutions have been subjected, we hope it will by 
no means be the last. From time to time there should 
be a similar scrutiny for the separation from their 
demented fellows of the inmates whose mental health 
has been restored, or at least greatly improved. In 
these days of improved methods of treatment in the 
hospitals for the mentally ailing, cures are far from 
rare. Any question of wrongful detention can also 
be cleared up by such surveys. The consequent 
weedings will relieve the hospitals of persons who 
ought not to be there and make room for persons 
who ought to be there. 


A Zone of Quiet 

The following letter, written to one of the leading 
morning papers, sums up so thoroughly and graphic- 
ally a source of annoyance so trying to patients in 
city hospitals, that we have reprinted it herewith: 

“To the Editor of the : The General 
Hospital is an institution the possession of which any 
city in the world might well be proud. Highly skilful 
physicians and surgeons, well-trained and attentive 
nurses and orderlies, abundant scientific equipment 
and almost everything that human foresight and 
ingenuity can devise for the comfort of the patients. 

“Yester morn before the sweet-looking ‘sisters of 
mercy’ pursued their daily tasks, it was somewhat 
of an inspiration as well as a source of comfort to hear 
through the windows of their assembly room, ascend- 
ing like incense to the Great Physician, the strains of 
the prayer-hymn: 

‘Breathe on me breath of God 
Until my heart is pure.’ 

“This, however, was the most beautiful aswellas 
restful of all the sounds which reached our ears. 

“Some city official with kindly intentions and an 
unusual degree of optimism caused to be displayed 
in some of the adjoining streets placards with the 
device: ‘Hospital—Zone of Quiet.’ 

“Like ‘the street which is called straight’ in 
Damascus, which Mark Twain asserted was the best 
joke in the Bible, or the Holy Roman Empire, which 
Macaulay declares was neither holy nor Roman nor 
an empire, this quiet zone may euphemistically be 
classified as a misnomer. 

“To those lying on ‘beds of suffering,’ or whose 
nerves are frayed, after illness or operation, the 
noises which arise, especially at night, from the 
adjoining streets, might well originate from the 
borders of perdition. 

“In a nearby playground leather-lunged young 
men shout over their ball games as if the fate of 
empire depended on it; small children are permitted 
to play (perhaps there is no curfew by-law here!) 
until midnight, or hours after they should be tucked 
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in their beds. Too frequently the disturbance arises 
from the staccato explosions of a motorcycle or from 
prolonged, raucous honking of an impatient motorist. 
Cars of all vintages are sometimes allowed to run, 
when parked, within a few feet of the hospital itself. 
Huge motor trucks rattle by, shaking the building 
to its foundations, and at about 2 a.m. there begins 
a procession of milk wagons (with steel tires, drawn 
by horses), which keep up an almost continuous 
clatter until 4 o’clock or after. Time and space 
would preclude the enumeration of all the noises— 
they are legion—but in humanity’s name I venture 
to ask: Are they necessary? 

“Might it not be possible for a member of the 
police force to be detailed in an effort to ameliorate 
this nuisance? 

“Should, perchance, the eyes of the managers of 
some of the large business houses of this city, whose 
trucks cause the greatest annoyance, fall upon these 
lines, they might give orders to those who are the 
chief offenders and, perhaps unthinkingly, the cause 
of much unnecessary noise, directing them to avoid, 
when possible, the ‘Hospital Zone of Quiet,’ thus 
earning the thanks of sufferers who are unable to 
help themselves.” 

As the correspondent points out, many of these 
unearthly noises are unnecessary and means should 
be found by police departments to see that they are 
curtailed. A timely warning that a repetition of an 
offence might result in a summons would undoubtedly 
have the desired effect. 

“We have long wondered why a reasonably econo- 
mical substitute could not be found for steel tired 
milk wagon wheels and iron shoes for horses. The 
clatter for which these alone are responsible in the 
early morning hours is enough to try the nerves of 
anyone, either sick or well. 


ay 


The Folly of Vegetarianism 

Vegetarianism is nothing more than a burlesque 
on dietetics, says Dr. Frederic Damrau, writing in 
“‘Hygeia,’”’ for September. The person who makes the 
sweeping assertion that all animal foods are injurious 
is simply airing his lack of technical knowledge. 

From the health point of view the arguments in 
favour of vegetarianism are as meaningless as a cigaret 
advertisement. Their premises come chiefly from 
the fertile field of medical fiction. The various argu- 
ments urged in favour of this fad are based on half- 
truths or misunderstood theories. 

The fact that meat sometimes contains dangerous 
parasites is no reason for not eating meat, as with 
careful food inspection and thorough cooking of meat, 
all danger from parasites is eliminated. While some 
primitive men live on an exclusive diet of vegetables, 
others apparently just as healthy, live entirely on 
meat. Even civilized man can change to a meat diet 
exclusively without suffering in health, as was proved 
by the Arctic explorer, Vilhjalmur Stefansson. 

What mankind really needs is a well-rounded diet 
using the greatest possible variety of all foods. No 
single article of diet can be considered intrinsically 
beneficial or injurious. 





September, 1927 


THE CANADIAN HOSPITAL 9 


WINNIPEG’S MUNICIPAL HOSPITAL SYSTEM 


The first permanent municipal hospital commis- 
sion in the City of Winnipeg was appointed by the 
city council on the 19th of June, 1911, and consisted 
of three prominent citizens. 

These appointments were the outcome of the 
substance of a ‘‘Report on Hospitals and Hospital 
Accommodation for the City of Winnipeg’’ made by 
a special commission of enquiry,signed by Chairman 
T. G. Mathers (now Chief Justice), the late Dr. J. R. 
Jones and the late Mr. G. R. Crowe. This special 
commission received its authority from a resolution 
of council, dated 22nd June, 1908, and reported on 
December 30th of that year. 


. Add to Commission 


The personnel of the permanent hospital commis- 
sion above mentioned was changed in January, 1917, 
and made to comprise one member of Council and 
two private citizens. This was done for the purpose 
of explaining and: expediting such hospital matters 
as might come before council from time to time. 

In 1921 another change was made, when council 
deemed it expedient to increase the membership of 
the commission to five, comprising three aldermen 
and two private citizens. This arrangement has since 
continued, the personnel for 1926 being as follows: 
Aldermen E. T. Leech, K.C. (chairman), A. H. Pul- 
ford and Thomas Boyd, Messrs W. B. Lowe and 
W. R. Milton. 

The need for a permanent commission was 
occasioned by the prevalence of scarlet fever in 1911 
when it became obvious that the care and treatment 
of communicable diseases was a public matter requir- 
ing civic control. 


Hospital service in Winnipeg, as a civic utility, 
dates back to January, 1911, and is identified with 
the purchase of the old Beath Maternity Hospital, 
on Bannatyne Avenue, bought for the care and treat- 
ment of scarlet fever prevalent at that time. 

Then a temporary building was constructed for 
cases of advanced pulmonary tuberculosis on a 
hospital site which the City had already acquired in 
Riverview and to which the first patient was ad- 
mitted in June, 1911. Afterwards followed the con- 
struction of permanent accommodation for these 
cases, and in July,1912, the King Edward Memorial 
Hospital was ready for occupancy. 

Subsequently the King George Hospital was 
opened in February, 1914,for the care and treatment 
of all acute communicable diseases excepting small- 
pox, and in October, 1921, the care of smallpox was 
also taken over, so that facilities for the care and 
treatment of all communicable diseases have since 
then been available in this group of hospitals. 


Lays Foundation Stone 


H.R.H. the Duke of Connaught opened the 
King Edward Memorial Hospital and laid the founda- 
tion stone of the King George Hospital simultaneously 
on Thursday, the 11th day of July, 1912. 

Capacity—The normal capacity of the three 
hospital units is as follows: 

King George Hospital (acute communicable dis- 
eases), 200 beds. 

King Edward Hospital (advanced pulmonary 
tuberculosis), 100 beds. 

Smallpox Annex (smallpox), 30 beds. 


Total, 330 beds. 

















The King George Isolation Unit of Winnipeg Municipal Hospitals 
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It has been stated by a director of the American 
College of Surgeons that Winnipeg Municipal Hospi- 
tal possesses the “‘ideal’”’ nurses’ home. Whilst claiming 
no such distinction, it is nevertheless true that the 
home environment for employees is splendid and con- 
ducive to their comfort and good health. 

Fourteen training schools, situated at different 
points throughout the provinces of Manitoba and 
Saskatchewan send their student nurses here for 
training. In 1925 one hundred and twelve student 
nurses took the course and twelve other nurses took 
a post-graduate course. Medical students from 
Manitoba University also get their instruction here, 
fifty-four fourth-year men taking the course in 1925. 

In the scheme of standardization of hospitals, con- 
ducted by the American College of Surgeons, these 
hospitals were in the first group of special hospitals 
to be approved by that body. 

Located in a twenty-five-acre park, triangular in 
shape, with the Red River forming the base of the 
triangle, the hospital site is ideal. Although situated 
at the extreme southeast corner of the city, it is 
served by asphalt streets and bus service right to the 
gates. Band concerts are frequently held in the 
grounds on Sunday afternoons throughout the 
summer. The hospital’s officers are: A. B. Alexander, 
M.D., resident medical superintendent ;GeorgeStoker, 
secretary and manager; Dougald McIntyre, M.D., 
resident assistant medical superintendent; Ellen F. 
Taylor, M.D., resident physician; Elsie Robertson, 
Reg. N., superintendent of nurses; Christina M. 
Grant, Reg. N., supervisor and instructress; Clara 
Brisby, supervisor tuberculosis department; Dorothy 
Donnelly, dietitian; Thomas Townend, chief engineer; 
John Calmes, gardener; T. G. Kane, laundry foreman. 
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Regina Hospital Appoints Pathologist 


The pathological laboratory at the Regina General 
hospital has a new chief in the person of Dr. Neville 
Challenger, who arrived here recently from London, 
England, to take charge of this important department 
of the hospital. 

Dr. Challenger is a graduate of McGill University 
of the class of 1919, and since that time has been 
carrying on graduate work in his specialty in England. 
After leaving the university he spent a few months 
as an interne in the New York lying-in hospital, and 
from there proceeded direct to England. For two 
years he was a demonstrator in pathology and bacteri- 
ology at Sheffield University, and at the same time 
carried on further studies in clinical pathology at 
Sheffield Royal Hospital under Professor Sholto 
Douglas. 

From there Dr. Challenger went to London, and 
pursued his studies at St. Thomas’ Hospital under 
Professor Hugh MacLean, and took a special course 
in bio-chemistry at Middlesex University under 
Professor Dodds. 

Dr. Challenger succeeds Dr. Oscar Taylor as head 
of the pathological laboratory. Dr. Taylor left here 
about a year ago for Mortlach. 

It is planned to move the laboratory over to the 
new wing as soon as it is completed, where the depart- 
ment will occupy a floor and, with the extra equipment 
to be installed, it will be one of the most up-to-date, 
“abs” in Western Canada. 





BARRIE, ONT.—Owing to ill health, Miss Frances 
E. Clark has tendered her resignation as superinten- 
dent of the Royal Victoria Hospital. 
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An International Hospital Convention 

A preliminary conference to discuss an internation- 
al hospital convention will be held in Paris, France, 
on September 19th, at the headquarters and through 
the generosity of the League of Red Cross Societies. 
This conference was brought about by the activities 
of Committee on International Hospital Relations of 
the American Hospital Association which has been 
in communication with representatives of hospital 
activities in many countries and has found a uniform 
consensus of opinion that such a convention would 
be greatly beneficial to all concerned. On this 
committee, of which S. S. Goldwater, M.D., Mount 
Sinai Hospital, New York, is chairman, and E. H. L. 
Corwin, Ph.D., Hospital Information Bureau, New 
York, is secretary, are also A. C. Bachmeyer, M.D., 
Cincinnati General Hospital, Cincinnati; Richard 
P. Borden, 57 North Main Street, Fall River, Mass.; 
Joseph C. Doane, M.D., Philadelphia General 
Hospital, Philadelphia; E. S. Gilmore, Wesley 
Memorial Hospital, Chicago; and A. K. Haywood, 
M.D., Montreal General Hospital, Montreal. The 
American Hospital Association board of trustees has 
appointed Dr. Corwin and Dr. Doane as official 
representatives to the conference. The committee, 
in turn, has apprised several national associations of 
the movement, inviting them to render assistance 
and co-operation and to likewise defray the expenses 
of a representative to this preliminary conference. 
Broad inquiry brought out the desirability of calling 
this conference of a group of men representative of 
various countries in order to prepare the ground- 
work by deciding on the place and time of such a 
congress, as well as the programme, and the plan 
of the convention, with scientific and commercial 
exhibits. The above has been announced at the 
executive offices of the American Hospital Association 
in Chicago, by William H. Walsh, M.D., executive 
secretary, who also states that it is planned, at this 
preliminary conference, to present an exhibit of the 
features of the American Hospital Association annual 


conventions, including photographs, and floor plans 
of scientific and commercial exhibits as well as of 
the year books. 

According to Dr. Corwin, committee secretary, 
letters from the following hospital and health authori- 
ties, expressing high approval of both the inter- 
national project and the preliminary conference, were 
read at the most recent meeting of the committee, 
in New York City on July 6th, at which Dr. Goldwater 
presided : 

Dr. Alter, chairman of the Gutachterausschuss, 
Dusseldorf, Germany. 

Dr. J. Kuiper, of the Dutch Association of Boards 
of Municipal and Private Hospitals, and of the 
Society for the Amelioration of Hospitals and Nursing 
Conditions in the Netherlands and Colonies, Amster- 
dam, Holland. 


Dr. Alfons Foramitti, Miéinisterialrat, Vienna, 
Austria. 
Dr. Tandler, Director of Public Welfare and 


Health of the City of Vienna. 

H. Brison, President of the Federation of Hospitals 
in Lyon, France. 

Dr. René Sand, of the League of Red Cross Socie- 
ties, Paris, France. 

Mr. J. Courtney Buchanan, secretary of the 
British Medical Association. 

Mr. H. P. Orde, Acting Director of the Hospital 
and Medical Services of the Joint Council of the Order 
of St. John, and the British Red Cross. 

Dr. Bruno Bloch, Chief of the Dermatological 
Clinic, and Professor at the University of Zurich, 
Switzerland. 

Sir George Newman, Chief of the Ministry of 
Health, England. 

Invitations to the preliminary conference are 
being issued to Central and South America, Canada, 
Mexico, Japan and such other countries which would 
be likely to be interested in this hamanitarian pro- 
ject, states the Committee secretary. ss 
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TYPES AND QUALITIES OF CANNED GOODS 


By H. R. WHITE 
Vice-President, John Sexton & Co., Chicago 


| HERE are only a little less than one hundred 

different commonly used articles in the 
canned foods line, from apples to straw- 
_berries in fruits, from asparagus to tomatoes 
in vegetables, and from anchovies to tuna 
. in fish. Each of these articles is placed in 
various-sized containers, forms and grades, in some 
instances there being thirty or more vatieties, so that 
I feel safe in stating that there are at least a thousand 
items in all. This takes into account only the com- 
mercial gradings of quality, and while these gradings 
are theoretically more or less clearly defined, in prac- 
tice they are not, because, while canning methods 
have been perfected to a high degree and are well 
standardized, the results vary according to the 
ability, experience and care of the individual canner, 
the location of the plant, the character of the soil 
and the climatic conditions during the growing and 
canning season. It is for this reason that the attempts 
which are sometimes made to set up descriptive 
standards as a basis for purchasing meet with so 
little success. 

Canned peas well illustrate the distinction between 
theoretical and actual gradings. They are graded 
both for size and quality. The grading for size is a 
part of the canning operation, and is done by a system 
of rotating screens or sieves, hence is quite accurate. 
The sizes run from No. 1 to No. 5 or 6, the No. 1 
size being the smallest. These sizes are generally 
described in branding the cans by the terms ‘“‘tiny 
sifted’”’ for No. 1 size, ‘extra sifted’ for No. 2 size, 
“sifted’’ for No. 3 size, and so on. The grading for 
quality is entirely a matter of opinion, so is not 
accurate. The principal recognized grades are fancy 
extra standard, choice and standard, the first of which 
is comparatively simple to establish, as it designates 
the ideal or perfect pea, extremely tender, light in 
colour, uniform in size, free from split or cracked peas, 
the liquor showing not a trace of cloudiness. Any 
departure from perfection, according to the degree, 
brings a pea down to one of the other grades, but as 
the variations in type and quality are almost without 
count, the actual number of distinct grades, or kinds 
of peas is far in excess of the arbitrary limitations 
mentioned. 
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Wide Variation in Qualities 

On account of these variations, which are found 
in all other varieties of canned goods as well! as peas, 
most distributors have adopted a series of brands, 
each of which denotes a definite type and quality, 
rather than the more vague commercial gradings. 
The value of these brands, both to the distributors 
and to those who purchase the products themselves, 
rests solely upon the fidelity with which the ideal 
types chosen are maintained to a uniform standard. 
Uniformity of grade, then, is the only foundation 
upon which the merchants can build a successful 
canned goods business. 





From a paper read before dietetic section, Hospital Clinical Co. Ss, 
Milwaukee, June 20-24, 1927 . : be ae 


It can be readily understood that in order to 
maintain this uniformity, in view of the natural 
variation in the commodities with which they are 
dealing, canned foods distributors must possess a very 
thorough knowledge of the subject. No doubt you 
will be interested in hearing how they acquire this 
knowledge. It is a very simple method—close and 
constant observation of the merchandise itself, and 
continual comparison—not once in a while, but many 
times a day—not one can at a time, but half a dozen 
or more. For most of those in this meeting this is very 
likely not feasible, but in the degree that it is possible 
I believe that it will be found very valuable. There 
is also literature that is more or less helpful. If I 
were asked to recommend a book on the subject I 
would not-hesitate to suggest ‘‘How to Buy and Sell 
Canned Foods,”’ by John A. Lee, of Chicago. 

Appearance Tells Story 

In examining canned foods and judging their 
merits, we do not find schooling in expert or technical 
standards so important as plain, ordinary common 
sense, and close and critical observation of the con- 
tents of the cans. First, let us consider the appear- 
ance of the product. A good example is peas. The 
colour, and its uniformity or lack thereof, tell the 
practiced eye about all there is to learn about a can 
of peas. A young, tender pea shows a light colour, 
and a more mature pea a dark colour. A strictly 
fancy grade contains light-coloured peas throughout, 
but in the other grades the colour is mixed. It is 
important, also, to know that the dark peas are 
heavier and settle to the bottom, so that to form a 
correct opinion of a can which is being examined we 
must empty it into a receptacle which is shallow 
enough and wide enough to expose the entire contents. 

Another example is spinach. First-quality spinach 
has a fresh green colour, though not necessarily dark 
green. Spinach that has a yellowish colour, and is not 
fresh and inviting in appearance, is of inferior quality. 
In the best grade the leaves are whole and firm, and 
with a little care can be spread out to their original 
shape in the fresh state. No weeds, grass or other 
foreign growths should be found, and not a particle 
of sand or grit can be tolerated, as with the modern 
canning methods this should never appear. 

High grade green and wax beans have a fresh, 
bright colour, and a firm, crisp appearance. A wilted 
look, a reddish or brownish cast, a dead appearance, 
or a tendency of the pods to split, all are indications 
of poor quality. 

In examining corn, we look carefully to make sure 
that it is free from silk, particles of husk or cob, and 
too mature stock, which always has a yellow shell. 
When we find the colour pasty white we know that 
that corn will be tough and lacking in sweetness. 
Fresh young corn, properly canned, generally has a 
lively light cream colour. Sometimes, if an unusual 
amount of sugar is used, it may show up a trifle dark. 

When we are looking at tomatoes, we notice first 
the colour, knowing that if ripe fruit has been used 
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Rare SBU SALES 
the colour will be bright red. Then we observe how 
carefully the peeling has been removed, and the hard 
core at the bottom, to which is attached the stem on 
the growing plant. If ripe tomatoes have been select- 
ed, and careful workmanship has been employed, the 
flavour is certain to be right, for the bitter taste which 
is sometimes found comes from the green pieces which 
should have been discarded. 

Because of the great variation in grades of canned 
foods, in making purchases it is essential, except when 
dealing in brands of known and proved quality, to 
secure samples and make a careful comparison of 
them. This is required in order to make certain of 
receiving full value, for sometimes on packs of the 
same nominal grade there is a difference in real value 
of as much as twenty-five cents per dozen on the 
small-sized packages and one dollar per dozen, or 
even more, on the No. 10 size. Personally I buy on 
sample habitually whenever it is possible, and on 
purchases made in this manner I invariably retain 
one or more cans of the samples on which the trans- 
action was made, for the purpose of comparison with 
the shipment when it arrives. From long experience 
I have no hesitation in recommending this policy to 
you, especially on purchases of any consequence. 

I have mentioned first the examination of canned 
foods on the basis of their appearance. This was not 
done because of the opinion that appearance is in 
itself the first consideration in judging an article, but 
because of what the appearance reveals of the flavour, 
and because in most individuals the sense of right is 
more keen than the sense of taste. Testing for taste 
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is in reality just as important as testing for appearance, 
if not more so. However, canned peas will serve to 
illustrate what testing for appearance discloses in this 
connection. 

Strange as it may seem, in my opinion we can 
learn more about the quality of peas by looking them 
over critically than by tasting them. The reason for 
this is that the principal flavour discerned in eating 
peas cold out of the can is that of the brine which 
surrounds them, and which is a necessary part of the 
canning process. This brine consists of water, sugar 
and salt, and the proportions are varied by the in- 
dividual canners according to their own ideas of the 
proper combination. Sometimes a brine of delightful 
flavour will make palatable a very ordinary pea, but 
in my judgment the true measure of value is the 
quality of the product itself. 

Corn is another commodity in which the natural 
flavour is often concealed or submerged by the use 
of a large quantity of sugar. It will be found that 
heating corn brings the true flavour to the surface. 
If this experiment is tried on the different varieties 
of corn, I venture the assertion that the Golden 
Bantam and Crosby varieties will be found to possess 
by far the finest real corn flavour. 

In comparing tomatoes for flavour, we cannot 
help being struck by the vast difference between 
salted tomatoes and those canned without any salt. 
Unsalted tomatoes are too tart, and lack the mellow 
richness which just a little salt seems to bring out. 
This is not on the surface alone either, for in the 
processing the sale penetrates the tissue of the 
tomato and becomes a part of it, and it will be found 
by experiment that the same flavour cannot be 
obtained by adding salt to the fruit after it is taken 
out of the can. 

Testing for Flavour 

Testing for flavour is necessary for correctly 
judging most canned fruits. In selecting peaches and 
pears, for example, while it may be necessary to give 
the preference to those varieties which have the 
showiest appearance, yet our sense of taste permits us 
to appreciate those other kinds which look so much 
humbler, but delight us with their flavour. Possibly 
we may find some small place for them also. The 
reason that high flavour and fine appearance are not 
always found combined in canned fruits is that the 
bulk of the supply comes from the Pacific coast, 
where the orchards are of immense extent, and every- 
thing grows abundantly and luxuriously, but at the 
sacrifice of some of the flavour, and where canning is 
done on a big scale at the smallest possible overhead. 
In the east, however, the fruit does not grow to the 
same size, but generally costs more canned than the 
coast product, because the growers command a 
higher price from the canners for their best fruit, and 
because canning operations are conducted on a 
much smaller scale, and accordingly at a higher 
expense. 

An interesting comparison from the standpoint 
of taste is between fresh Italian prunes, also called 
prune plums, and other varieties of plums, such as 
the egg and greengage. After making such a test, 


Continued on Page 15 





THE CANADIAN HOSPITAL 











Boch meh ccf meh ch mah cs 


3 


Che cae eo ee eee ee 


Ech seb ck 


ral 


a 





LSS NS I LIL 


The Doctor’s Page — 


WILLIAM HARVEY 





ETWEEN the time of Galen and 

the end of the seventeenth cen- 
tury, two great names stand out 
in the history of medical progress: 
Andreas Vesalius, the father of 
anatomy, and William Harvey 
who, by his demonstration .of the circula- 
tion of the blood, made possiblethe develop- 
ment of modern physiology. 

Harvey was born in Folkestone, Eng- 
land, April 2, 1578. He studied medicine 
in Cambridge and later in Padua, Italy, 
where he was a pupil of Frabricius. 

Upon his return to London he was 
made professor of anatomy in the College 
of Physicians and attending physician to 
St. Bartholomew’s Hospital. He was 
physician to James I and Charles I. 

Harvey practiced medicine, more or less, 
until the storm of vilification which 
followed the announcement of his great 
discovery drove away most of his patients, 
but his heart was never in his clinical 
work, as has been the case with many of 
the world’s great medical investigators. 

Many interesting facts regarding the 
heart and blood vessels had been observed 
before Harvey’s time. Sylvius had de- 
scribed the foramen ovale of the fetal 
heart; John Winter worked out its mus- 
cular functions; Fabricius, Harvey’s teach- 
er, had given a good account of the valves 
in the veins. It is hardly possible that 
some inkling of the truth had not entered 
the minds of these earnest and profound 
students. But it remained for Harvey to 
demonstrate the fact that the blood passes 
out of the heart through the arteries and, 
after traversing the body, returns through 
the veins, with such complete thorough- 
ness that his ideas withstood the com- 
bined attacks of ignorant professional 
jealousy and ecclesiastical superstition— 
for the churchmen of those days were 
deeply and antagonistically concerned with 
any new announcements regarding the 
structure and functions of the human 
body. 

Harvey’s theories regarding the circula- 
tion were, no doubt, known to his students 
for some time before he startled the world 
by the publication, in 1628, of his epoch- 
making book, ‘‘De Motu Cordis.” 














At the age of seventy-three he com- 
pleted his demonstration of the pulmonary 
circulation and of the impermeability of the 
interventricular septum, so that there 
remained for later students’ to discover 
only the part played by the capillaries and 
the details of the lymphatic circulation in 
order to complete the picture of cardiovas- 
cular physiology, in its broad outlines. 
And, remember, all this work was done 
before the microscope came into use! 

In remembering Harvey as the dis- 
coverer of the circulation, many forget 
that he was also the founder of our present- 
day ideas of embryology. Up to his time 
Aristotle’s teaching that the complete 
individual existed, preformed, in the egg, 
was universally accepted. But Harvey 
upset all this, even without the help of the 
microscope, by showing how germination 
begins from the union of the male and 
female elements, proceeding in a regular 
and orderly fashion, and by the announce- 
ment of his famous doctrine of omnis 
vivum ex ovo. 

Harvey was a truly great and learned 
man, modest, retiring, honest, beloved by 
his associates and filled with the courage of 
his convictions, so that he stood firmly by 
his ideas through all the storms of fanatical 
opposition which roared about him. 

In person, as described by Aubrey, he 
was short and swarthy, with bright, black 
eyes and hair. He was lively in his move- 
ments and keen and incisive in his thinking; 
quick tempered and ready for an argument. 

He died in 1657, at what was then con- 
sidered the very advanced age of seventy- 
nine years, having lived to see his ideas 
triumph over all opposition and gain the 
acceptance of all scientific and thinking 
men. ; 

When we think of the immense and 
varied resources at our command to-day 
and the extreme paucity of the facilities 
available in Harvey’s time, we are over- 
whelmed with wonder at the courage, 
vision, bold imagination and _ herculean 
labours which enabled him to controvert 
successfully all the established traditions 
of his day, and lay the foundations for 
much of the most important research of 
the twentieth century. 


Reprinted from the June, 1927 issue of Clinical Medicine and Surgery. 
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Types and Qualities of Canned Goods 
Continued from Page 13 


it is hard to understand how the two latter command 
any interest at all, except for the sake of variety, the 
cost is so much higher, and the flavour so much 
inferior. 

A fruit in which there is considerable variation in 
flavour is the apricot. In comparing the different 
varieties, we find a marked contrast, very much in 
favour of the Santa Clara Blenheims, which are used 
largely in the best brands. Other varieties, which 
look smoother and more uniform, will be found very 
deficient in taste in comparison. 

When we come to salmon, we find that the testi- 
mony of the eyes and of the palate are diametrically 
opposed to each other. The deep rich colour of the 
red Alaska makes this variety an almost universal 
favourite, but unbiased judgment based on flavour 
alone will give the preference to the lowly pink, which 
is almost the cheapest grade of all. 

Testing for weight is a most important considera- 
tion in comparing all kinds of canned foods. The 
value in the can is in the net drained contents, and 
it is vitally necessary that this be ascertained when 
comparing different brands with each other. Often 
it is not necessary actually to weigh the contents to 
prove a difference in the pack, but to secure results 
with any degree of accuracy the use of the scales is 
essential. In opening a can for the ordinary examina- 
tion, without weighing, it is good practice to cut the 
top of the can out, and not off, for if the latter method 
is employed, and the cut is made around the side of 
the can just below the top, the can will appear fuller 
than it actually is. 

On No. 10 fruits, especially those to be used 
for pies, and on many vegetables in this size, it will 
be found instructive to drain off whatever juice the 
can contains, and weigh the remaining contents. I 
predict that if you do this when you have occasion to 
test several brands offered for comparison, you will 
obtain some startling results after the weights are 
secured, and the cost per ounce for each is ascertained. 
Often the lowest in price per dozen will in reality be 
found the most costly. 

On canned fruit in syrup there is another test that 
is commonly used, that for the density of the syrup. 
This is done with a saccharometer, and while most 
merchants make this test as a part of the routine when 
a lot of goods is undergoing examination, the purpose 
is mainly to check the results shown by tasting the 
syrup for its sweetness. Fruits for table use are put 
up in syrup of varying percentages or degrees of 
sweetness, measured principally by what theindividual 
fruit requires in additional sugar to make it pleasing 
to the palate. 

These varieties are often described by the degree 
of syrup in which they are packed, though in reality 
the real value is in the size, the type and the character 
of the fruit itself. For the hospital it is more import- 
ant that the fruit be of superior quality and of the 
right size for economical use, rather than that a 
certain definite degree of syrup be added. For this 
reason comparison of samples rather than comparison 
of specifications is recommended. 
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Special marking on gloves prevents loss and 
insures to your own use the gloves you pay 
for. Another special feature conveniently 
available only on Sterling Gloves at small 
additional cost. 
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ough reliability and long service. 
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Your Hospital is Not 
Efficient Without 
Good Mattresses 


—— poorly constructed 
mattresses retard the re- 
covery of patients and create 
dissatisfaction and complaints. 


“CANFEALINE” 


Perfect Spring Mattresses 


are restful and soothe the 
fretful patient, besides effect- 
ing a big saving due to their 
longer wearing qualities. 


Write and let us tell you about 
the superior construction and 
other advantages of the Can- 
fealine. 


Especially adapted to hospital use—our 


Double Arc Pillows 


“Keep their shape and last longer’’— 
and are lower in price. 


If your dealer does not handle, write us 


The Canadian Feather 
& Mattress Co. 


LIMITED 
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Compares American and European Hospitals 


A recent issue of the ‘‘Lancet”’ gives some interest- 
ing comparisons between American and European 
hospitals taken from a paper by Lionel Pearson, F.R.I. 
B.A., read recently before the Royal Institute of 
British Architects. 

The vertical type of construction common in 
America is contrasted with the horizontal type and 
the modified pavilion system which still hold their 
own in Europe. The multi-storied hospital now 
popular in America, similar to hotel and office build- 
ings, makes possible concentration of services, Mr. 
Pearson finds, and simplifies the problems of heating, 
lighting and plumbing. The elevator, laundry chute 
and other American labour-saving devices are of 
practical help in the vertical type of building. On 
the other hand, an important point in favour of hori- 
zontal planning is that it makes it easier to handle 
extensions to the original structure. 

The large ward of twenty-five or thirty beds is, 
Mr. Pearson believes, a thing of the past, both in 
Europe and America. Sixteen-bed wards are fairly 
common but twelve-bed wards are preferred, while 
the number of rooms allocated to private and semi- 
private rooms is constantly increasing, especially in 
America, where such rooms are a noticeable feature of 
modern hospital planning. 

The sanitary arrangements are fundamentally 
different in America from those in vogue in Europe. 
The pipes are almost always buried in the wall or 
ceiling, which adds greatly to the smartness and 
cleanliness of the rooms, and shows confidence in 
modern methods of plumbing. However, Mr. 
Pearson views with some misgiving the common 
American practice of having windowless and mechani- 
cally ventilated bathrooms and toilets opening off 
patients’ rooms, and points out the excessive cost and 
labour entailed by this arrangement. He commends, 
however, the provision of hot and cold water in 
private rooms and rooms for nurses and staff. 

The central corridor of American hospitals does 
not, in Mr. Pearson’s opinion, promote either cheerful- 
ness or health, but he finds much to commend in the 
attractive entrances and the hotel-type of lounge 
found in the typical American hospital. 





Takes Charge of Hawkesbury Hospital 


After nine years spent in Sudbury as secretary of 
St. Joseph’s Hospital, Sister Alphonse left for Hawkes- 
bury, where she will have charge of a new hospital 
being opened there on September ist, by the Grey 
Nuns, of Ottawa. As secretary of St. Joseph’s 
Hospital, Sudbury, Sister Alphonse did much to 
further the work of the institution and will be greatly 
missed by the many people among whom she has 
ministered. 

Sister Alphonse’s departure came as a surprise to 
her host of friends. She was called to Ottawa, and 
after a conference returned to Sudbury for a few days 
before leaving. The new hospital will be called Notre 
Dame Hospital. Sister St. Aldegonde, of Ottawa, 
has been appointed successor and has assumed 
her new duties as secretary at St. Joseph’s Hospital. 
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IERONYMUS FABRICIUS 


ab Aquapendente, (1537-1619) 
famous Venetian anatomist and sur- 
geon for whom the senate built an 
anatomic theater to accommodate his 
many students. He stressed the im- 
portance of bloodless operations and, 
like Paré, attained hemostasis by liga- 
tion. He used linen thread treated with 
gum of tragacanth in preference to 
silk, and in some instances “a thread 
of gold which is flexible, and does 
not bite and erode the closed parts”. 
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Kalmerid Catgut 


. . Exerts a bactericidal ac- 
tion in the suture tract. Supersedes 
the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 








The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO, No 
BODE vsencereesd Pramws Catour............ 1405 
BEB Goes ncccseys 10-Day CHRoMIC........... 1425 
[een -»-20-Day CHROMIC........... 1445 
SEDC cis cceves 40-Day CHROMIC..........+ 1485 


Sizes: 000,.00,.0..1..2..3..4 
Approximately 60 inches in each tube 


Package of 12 tubes of a size... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Claustro-Thermal Catgut 


SEPTIC—not germicidal. Sterilized by 
heat after the tubes are sealed. Boil- 
able.* Unusually flexible for boilable catgut. 








Sizes: 000..00..0..13.2.+3..4 
Approximately 60 inches in each tube 


Package of 12 tubes of a size... ..$3.00 
Less 20% on gross or more or $28.80, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 
the tissues. 








Atraumatic Needles 


YS pcr GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 


Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respeétively, 60 per cent 
and 30 per cent of its initial strength. 





THEY DO NOT BEND naan” 


bad eae 


ILLUSTRATIONS ARE FIVE-EIGHTHS SIZE 








CURVED NEEDLES ARE IN FLAT TUBES 


NO, INCHES INTUBE DOZEN 
1341..STRAIGHT NEEDLE........... Yee $3.00 
1342... wo StraicuT NeeEDLes...36...... 3.60 
1343..¥%e-CircLe NEEDLE.......... eee 3.60 
1345..¥2-Circie NEEDLE.......... eee 3.60 
Less 20% discount on one gross or more 

Sizes: 00..0..1 


Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


oe being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 
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Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size.....$3.00 
Less 20% on gross or more or $28.80, net, a gross 
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D&G Sutures are obtainable from responsible dealers everywhere; or direct, postpaid 

















Non-Absorbable Sutures 





NO, INCHES IN TUBE SIZES 
350..CELLULOID-LinEN........60...... 000, 00,0 
360..HORSEHAIR..........0++ PB idrcsenssened 00 
390..Wuirte Sitkworm GuT..84........- 00,0, 1 
400..Biack Sitkworm GurT..84........- 00,0, 1 
450..WuHiTe TwisTep SILK...60........ 000 TO 3 
460..BLack TwisTep SILK.....60........ 000, 0, 2 
480..Wuire Braipep SILk.....60...... 00,0,2,4 
490..Biack Braipep SILK.....60.......+. 00,1,4 

BOILABLE 
Package of 12 tubes of a size..... $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Short Sutures for Minor Surgery 





NO, INCHES IN TUBE SIZES 
802..PLain Katmerip CaTGuT..20..00,0, 1, 2, 3 


812..10-Day Katmerip “¢ 
822..20-Day Ka.tmerip *¢ 


..20..00, 0, 1, 2,3 
--20..00, 0, 1, 2,3 


862..HORSEHAIR........ 200000005 vinasiosns 00 

872..WHITE SILKWORM GUT...28........00000- ) 

882..Wuire Twistep SILK......20...... 000, 0, 2 

892..UmBiLicaL Tapt........... 24... Y/e-IN. WIDE 
BOILABLE 

Package of 12 tubes of a size..... $1.50 


Less 20% on gross or more or $14.40, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 








NO. INCHES IN TUBE SIZES 
go4..PLain Katmerip CaTGUuT..20..00,0, 1, 2, 3 


«030,00, 05-152, 3 
-320..003.05:8 5.253 


g14..10-Day Katmerip ‘¢ 
g24..20-Day Karmerip ‘* 


964..HORSEHAIR...........+00++ iissiqeosecns 00 

974..Wuite Sitxworm GUT...28...........0+ ° 

984..WuHiTE TwisteD SILK......20...... 000, 0,2 
BOILABLE 

Package of 12 tubes of a size..... $2.40 


Less 20% on gross or more or $23.04, net, a gross 











The ash of D&G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 





process. 


Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 





—— suture of 40-day Kal- 
merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 


BOILABLE 
No.650. Package of one tube. . $.30 


Less 20% discount on one gross or more 


Circumcision Sutures 


i, suture of Kalmerid germi- 
cidal catgut, plain, size 00, threaded 
on a small full-curved needle. 















BOILABLE 
No. 600. Package of 12 tubes... .. $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Universal Suture Sizes 


All sutures are gauged by the standard 
catgut sizes as here shown 
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*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 


{Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable —unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating ation on tissues. 
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MINIMIZED SUTURE TRAUMA 





ORDINARY NEEDLE ATRAUMATIC NEEDLE 
‘ Photomicrograph of ordinary intes- Photomicrograph prepared under 
tinal needle penetrating the stomach identical conditions, of the D&G 
wall. Note excessive trauma pro- Atraumatic Needle with suture at- 
duced by the doubled catgut. tached. Note minimized trauma. 


D&G ATRAUMATIC NEEDLE 
Affixed to the Boilable Grade of 
20-Day Kalmerid Germicidal Catgut 


FOR GASTRO-INTESTINAL AND MEMBRANE SUTURING 








aisition IN PACKAGES OF TWELVE TUBES OF ONE KIND AND SIZE annem 

NO. TUBES 
1341. A straight intestinal needle affixed to a 28-inch suture........$3.00 
1342. Two straight intestinal needles affixed to a 36-inch suture........ 3.60 
1343. A %-circle intestinal needle affixed to a 28-inch suture........ 3-60 
1345. A half-circle intestinal needle affixed to a 28-inch suture........ 3-60 


SIZES: 00..0..1 


20 PER CENT DISCOUNT ON A GROSS OR MORE—POSTPAID 
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September, 1927 
The A. H. A. Convention 


The stage is all set for the 29th Annual Convention 
and Exposition to be held in Minneapolis, October 
10 to 14, which bids fair to be the finest in the history 
of the Association. 


The Municipal Auditorium, which will house the 
Convention and Exposition, is a beautiful newbuilding, 
planned especially for large conventions. The meet- 
ing halls are located on the exposition floors, and all 
of the sessions of the American Hospital Association 
and allied associations will be held in this building. 
Many of our members and exhibitors who have had 
occasion to be in Minneapolis this spring have visited 
the Auditorium, and have expressed their hearty 
approval and satisfaction with the spacious arrang- 
ments. 


Up to June 15 one hundred and sixty-six repre- 
sentative firms have been signed up for exhibition 
space. There will be presented this year many new 
and interesting features, the most outstanding of 
which are a model dental hospital, a model of a 
complete scientific laboratory, many new construc- 
tion materials and supplies, and a display showing the 
therapeutic use of colour in hospitals. These are only 
a few of the new features, but all exhibitors are dis- 
playing the latest and best in their lines for the benefit 
and education of hospital delegates. 


There will be twelve to fifteen non-technical or 
educational exhibits. These exhibits will demonstrate 
and explain the work of each association, and its 
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connection with general hospital activities. This 
group includes the following: 

American Association of Hospital Social Workers. 

American College of Surgeons. 

American Dietetic Association. 

American Medical Association—Council on Medi- 
cal Education and Hospitals. 

American Nurses’ Association. 

American Occupational Therapy Association. 

Committee on the Grading of Nursing Schools. 

Hospital Dietetic Council. 

Hospital Library and Service Bureau. 

National Child Welfare Association. 

New York Tuberculosis.and Health Association. 

United Hospital Fund of New York. 











Do You Know! 


That your McKesson Appliances can 
be repaired in Toronto ? 


A complete line of parts is always 
carried in stock. 


Also Nitrous Oxide, Ethylene and Oxy- 
gen in any size cylinder. 


QUEEN CITY DENTAL MANUFACTURERS 


LIMITED 
112 Carlton St. - Toronto 2, Canada 
Agents for McKesson Appliances 
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Anesthetic Apparatus 
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This apparatus has no limitations, since all modern anesthet- 
ics may be administered under positive pressure or without 
pressure, as the requirements of the case may demand. 
elimination of water in the apparatus as an indicator accom- 
plishes this universal adaptability and secures greater accur- 
acy and easier control of the anesthetic. 


Fractional rebreathing, which is secured only with this appar- 
atus, is being more appreciated in the last few years for its 
carbon dioxid effect and conservation of gases than ever before. 
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Let us send you reprints of important papers on modern an- 
esthetics, oxygen therapy and descriptions of the latest 
equipment for their administration. 


Write for information 
















McKesson Unisersal 
Unit No. 100 


Toledo Technical Appliance Company 
2226-36 ASHLAND AVENUE, TOLEDO, OHIO 
Manufacturers of Gas-Oxygen Machines, the Metabolor and Surgical Pump 
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Comfort and Economy 








are combined in the 


MARSHALL 
Spring Mattress 


Comfort for the patient, which 
in the opinion of the world’s 
foremost physicians, often means 
more to the average convalescing 
patient than medicine. 


Economy for the hospital—-be- 
cause Marshall Spring Mattres- 
ses wear for years and years even 
when subjected to hard usage in 
hospitals. They are an economy 
in the long run. 


Ask your local furniture dealer 
to get you our special prices on 
hospital outfitting, or write us 
| if you wish, 





The Marshall Ventilated Mattress Co. 
| 100 Lombard St. - Toronto 2, Ont. 


Inventors, perfectors and 28 years manufac-~ 
turers of the finest inner spring mattress 
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HISTORICAL SKETCHES | % 
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The Guelph General Hospital 
By MISS MARY McINTOSH 


Upon visiting the Guelph General Hospital to-day, 
with its large staff, its air of efficiency, which greets 
one on entering the doors, and bearing all the ear- 
marks of a large and important institution, it would 
be difficult to imagine the great changes that have 
taken place in its history of somewhat over fifty 
years. 

The Guelph General Hospital was incorporated 
by Act of Parliament assented to on the 18th of May, 
1861. A strange provision of the Act was that at 
no time could the revenue of the hospital exceed 
$20,000. Another provision was that, there should 
be one hundred annual subscribers before an election 
of directors could take place. It was not till 1872 
that these were obtained, and immediately a meeting 
was held in the Town Hall, with Mr. David Stirton 
in the chair, and Mr. John C. McLagan, Secretary. 
Committees were appointed to select a site for the 
hospital, and on the 11th of January, 1873, four acres 
of land on Delhi Street were bought for the sum of 
$1,000 from Dr. Clarke. The original plan was that 
the building was not to cost more than $5,000 at its 
completion, the County Council having granted 
$1,500 of this amount. The amount allowed was 
later changed to $8,000, and the plans of Mr. Victor 
Stewart, architect, accepted, and work began at once 
on the erection. 

When the hospital was opened on the 16th of 
August, 1875, with Miss Law as matron, there were 
twelve beds. Mr. Gerald O’Reilly was hospital 
assistant, and two nurses were in attendance. There 
was no operating room proper, but a small infectious 
ward, a dispensary, a public ward for men and women, 
and two or three private wards, plainly and com- 
fortably furnished by money raised by subscriptions 
collected by ladies of the town who formed a com- 
mittee for the purpose. 

First Public Grants 

The first public grants, apart from the building 
fund, were received in 1875, namely $500 from the 
County of Wellington, and a similar amount from 
the town. A year later the county gave another 
grant of $600, and the Ontario Government $800. 

In the first year fifty-six patients received treat- 
ment. 

At the beginning of 1886 Mr. B. Sinner was 











appointed steward, and continued in that position, 


as well as medical dispenser, until 1921, when he 
returned to his native land, Switzerland, where he 
passed away the following year. During his associa- 
tion with the hospital, Mr. Sinner became a familiar 
personality, not only in the hospital, where his 


Reprinted from the July 20th, 1927, issue of the Guelph ‘‘Evening Mercury.”’ 
Cantinued on Next Page 
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When Chill 
Winds Blow 


There are a hundred and one times 
when the hospital staff find the 
quick welcome heat of a 
Westinghouse Cozy Glow Heater 
indispensable .... . for quickly 
raising bathroom temperature... . 
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Rescinssciase 


LE 

rooms..... for the emergency 
that gives no warning in office, 
nurses’ home and ward. 

Uy EQUIP YOUR HOSPITAL 
RB WITH THESE RELIABLE 
Ue Ey ‘“‘COLD-DISPELLERS.”’ 








Portrait by Milne Studios 
Miss E. M. COOK 


i Toronto 
Lee Superintendent, The Hospital for Incurables 


SALIBA SULIT 
_advice was often sought, but also in Guelph, where he 
‘ made a great many friends who deeply regretted his 
resignation and departure from their midst. 

By 1886 the number of patients admitted had 
increased to such an extent that it was found necessary 
to enlarge the institution. A public meeting was held, 
and it was decided to erect a wing on the east side, 
to be called the ‘Victoria Jubilee Wing.’” The city 
was canvassed for subscfiptions, and in 1888 the new 
part was opened. This contained the first operating 
room. Although many operations had been per- 
formed previously, this was the first room set aside 
for that purpose. The nurses’ rooms, in the attic, 
and the convalescent rooms for diphtheria patients 
were finished three years later. 

Also in this year Miss Law resigned, having found 
the position had become too burdensome. Miss 
Louise Eastwood took her place, and under her the 
Training School for Nurses was started, and Drs. 











WEBER 











Keatinge, Brock, Howitt and Angus MacKinnon 
were appointed lecturers. Of these the latter still EQUIPPED WITH HANDLE AND 
remains in practice in Guelph. One year later Miss ADJUSTABLE FRAME 


Eastwood resigned, and Miss Lock assumed the 
position, from which she also resigned one year later, 


- . . : @ 
both having secured more lucrative appointments in 
in the States. Miss Shepherd succeeded Miss Lock Westinghouse 


in January, 1893, and capably filled the position for 











many years. Since that time there have been several Cozy Glow H eaters 
superintendents, under whom nurses of a splendid 
type have been trained and graduated. Miss MADE IN CANADA 
Elizabeth Shortreed is now head of the hospital. 

Continued on Page 32 
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a News of Hospitals and Staffs ‘ 
a A Condensed Monthly Summary of Hospital Activities, Building 
a and Extension Plans and Personal News of Hospital Workers. a 
UR 





Lonpon, Ont.—Miss Grace Fairley, principal of 
‘the Victoria Hospital training school here, has sailed 
for Scotland, where she will visit her mother, in 
Edinburgh. 

ae an 

HALIFAX, N.S.—Miss Annie W. Foster, R.N., 
graduate of the Victoria General Hospital, Halifax, 
recently succeeded Miss Hivey as Superintendent of 
Kings Memorial Hospital, Berwick. Miss Foster 
was night supervisor in the private pavilion at the 
Victoria General Hospital before going to Berwick. 

“on at 


REGINA, SASK.—At an informal gathering of the 
medical staff of the Regina General Hospital, a presen- 
tation of an engraved silver tray was made to Miss 
Irene Smith, retiring superintendent of nurses. About 
twenty members of the staff were present, the presen- 
tation being made by Dr. F. A. Corbett. 

A letter of recommendation as lady superintendent 
was also given to Miss Smith by the medical staff. 

“et Bee 


TISDALE, SaAsK.—Work on the $50,000 hospital 
for the Sisterhood of the Roman Catholic Church, to 
the north-east of the town-site, is well under way. 
J. P. Desrochers, Edmonton, is the contractor, and 
A. E. ‘Rogers, also of Edmonton, is in charge of 
construction. 

The hospital will have provision for twenty-five to 
thirty-three beds, and is so constructed that an 
additional wing can be built if occasion demands. 

* * * 

KamLoops, B.C.—Details of the buildings to be 
added to the Tranquille Sanatorium group, near here, 
for which plans are now being prepared, are an- 
nounced by Mr. Henry Whittaker, chief architect of 
the provincial public works department. These 
buildings, which are intended to relieve the congestion 
that has prevailed at the sanatorium for some time, 
will comprise a hospital block designed to accommo- 
date 100 beds, a residence for the medical superin- 
tendent, an addition to the existing laundry, and a 
new residence for the staff. Bids will probably be 
called for about the end of August. 

While no official estimate has as yet been an- 
nounced of the cost of the three structures, it is con- 
sidered certain that they will run well over $150,000— 
probably.close to $200,000. 

Largest of the three buildings will of course be the 
100-bed hospital block. According to Chief Architect 
Whittaker, this will be a three-storey structure 250 
feet in length by 35 feet in width. 


PETROLIA, ONT.—Miss Ritchie, superintendent 
of the Charlotte Eleanor Englehart Hospital, has 
left for the British Isles, and will be absent from the 
hospital for a month. Her position is being filled by 
Miss D. Jefferson, of Goderich, former assistant. 

eo 

HamiLton, Ont.—Dr. Ruth Lyness has left the 
Children’s Hospital at Winnipeg, and is now at St. 
Joseph’s Hospital, Hamilton. Dr. Lyness graduated 
in arts at the University of British Cloumbia and took 
her medical degree at Alberta College, Edmonton. 

7 = + 


TORONTO, OnNT.—Work on the extension of the 
public ward of the Toronto General Hospital was 
commenced on August 4th. The contract was 
awarded to Sullivan & Fried. Their tender was 
approximately $250,000, and thirteen other firms also 
figured on the work. When completed the new wing 
will be the largest single hospital unit on the con- 
tinent. 


























Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


“YORK” 
ICE MACHINES 


“‘The Best Made” 


Let us send you the names of those nearest you. 


Canadian Ice Machine Co., Ltd. 


TORONTO 


Winnipeg Vancouver 


——e 


Montreal 
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VANCOUVER, B.C.—Prior to leaving Vancouver 
after a brief visit, C. M. Dunbar, Providence, R.I., 
imperial potentate of the Order of the Mystic Shrine, 
announced that just as soon as funds are available 
the order will establish in this city one of its chain of 
orthopedic hospitals. 

* * * 


FREDERICTON, N.B.—Mrs. A. G. Woodcock, of 
this city, who has been on the staff of Victoria Public 
Hospital for some time, has been appointed assistant 
superintendent. She formerly was Miss Stella 
Morrison, of Amherst. Miss Lena Price, of Moncton, 
N.B., has been appointed dietitian. Miss Bernardine 
Flanagan, of Marysville, N.B., takes over the duties 
of operating room nurse during the absence of Miss 
Jessie Norton, who goes on leave to visit her home in 
England. 

ae cea 


St. Joun, N.B.—Announcement of the awarding 
of tenders to the amount of $220,873.90 in connection 
with the work of constructing an addition to the 
provincial hospital for nervous diseases, the addition 
to take the form of a wing running out from the main 
building toward the Reversing Falls, was made by 
Premier Baxter. The work is expected to be under 
way before the end of August. 

The Maritime Construction Company, of St. 
John, was the successful bidder for the general work 
in the male ward, amounting to $125,400. 

cd * * 


REGINA, SASK.—Miss Sarah Sanderson, formerly 
of the House of Mercy Hospital, Pittsfield, Mass., 
arrived in Regina recently to take over her new 
duties as superintendent of nurses of the Regina 
General Hospital and principal of the training school 
for nurses. Miss Sanderson is a graduate of Maryland 
University School for Nursing, Baltimore, Maryland, 
and since her graduation has acted as superintendent 
of nurses in the Nicholls Hospital, Peterboro, Ont- 
ario, instructress of nurses in the Hamot Hospital, 
Erie, Pa., and director and instructress of nurses and 
principal of the training school for nurses of Washing- 
ton, Pa., as well as instructress of nurses at the House 
of Mercy Hospital, Pittsfield, Mass. Miss Sanderson 
is a Canadian. 

ee 


Toronto.—For the first time in the history of 
Toronto hospitals a roof ward, which will accommo- 
date about 100 beds and patients, was opened a short 
time ago. 

The roof ward at the General results from the 
need for accommodation. Three balconies on the east 
wing of the main building, at Elizabeth and College 
Streets, were demolished to make way for the addi- 
tional wings now under construction. The removal 
of the balconies meant a loss of about seventy-five 
beds. 

“We are unusually cramped for space for this 
time of the year,’ Mr. Decker stated. ‘Usually 
during the summer there is a let up, for the winter 
months are the busy ones for us. This year has 
proved extraordinary.” 
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Highest Standard 






Surgical Dressings 
Cotton 
Belleview Rolls 





Gauze 







Superior Quality 






CANADIAN MADE 





SMITH & NEPHEW 


LIMITED 









MONTREAL 
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Hospital, is the head of one of the : : ; 
UY greatest institutions of any kind in J. E. Hough, K.C. ts president, E. D. 
MB tates: Misiailia Martin, vice-president, G. H. Balfour, 
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Everything that is cleaned with 


GILLEX 


Gillex dissolves grease with effortless effici- antisep t ically 


ency, and the solution, by penetrating 
‘every crack and crevice of the utensil, equip- clean 
ment or surface, removes all grease and dirt. 
It has no odor—does not scratch—leaves 
no sediment. Its low cost, plus its marvel- 
ous efficiency, makes it a truly economical 
cleanser for both household and larger _users. 





WRITE FOR PRICES 


E. W. GILLETT COMPANY LIMITED 


Toronto, Canada 


Vancouver Winnipeg Ottawa Montreal Quebec 


























The Walkerite Fowler Bed No. 800 | 


REAL FEATURES 


Spring Comfort 
Best sagless spring. 


Easy Working 








A child can raise 
and lower it. 


Patented Malleable 
Corner Lock 


Very Rigid 


Equipped with 4-in. 
rubber-tired cas- 
tors, adjustable. 


Write for pamphlet 


The METAL CRAFT CO., Limited 


Manufacturers of Hospital Equipment 
GRIMSBY - ONTARIO 
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Gathering Flowers for the Sick 


The “Winnipeg Tribune’”’ is to be commended on 
its part in providing the patients of the Winnipeg 
hospitals with cut flowers during the summer season. 

This enterprising newspaper inaugurated seven 
years ago what they very appropriately call their 
Tribune Flower Car. Each Thursday the flower car 
makes its rounds to the homes of those who wish to 
donate blooms to those confined in the city’s hospitals, 
and particularly to the children. 

A few beautiful blooms often mean untold joys to 
the sick person, and yet an organized plan, such as 
this, is necessary to make the most of the generosity 
of those citizens who gladly contribute when the 
opportunity presents itself. 
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Nurses Hold Annual Meeting 


The annual meeting of the Nova Scotia Regis- 
tered Nurses’ Association was held at the Dalhousie 
Public Health Clinic. Routine business was trans- 
acted, and the election of officers took place as follows: 
President, Miss Mary Campbell, supt. of nurses, 
V.O.N.; first vice-president, Miss Florence McInnes, 
supt. of nurses, Kenville Sanatorium; second vice- 
president, Miss Hilda MacDonald, Normal College, 
Truro; third vice-president, Miss Margaret Mac- 
Kenzie, provincial supt. of the Public Health Nursing 
Service of the Province; secretary, Miss Edith Fenton, 
supt. of Dalhousie Public Health Clinic; treasurer 
and registrar, Miss Flora Fraser. 





REGINA, SASK.—Plans for the proposed new 
kitchen in the General Hospital, which, together with 
certain other rearrangements, will cost $31,000, were 
submitted to the Regina Hospital Board by W. G. 
Van Egmond, architect. The new kitchen will cost © 
$14,270; ground floor changes, $2,283; shelving, 


- $5,900, and wall painting, $3,997. 


The finance committee was given power to act on 
these various items. 

Six applications had been received for the position 
of superintendent of nurses. After some discussion, 
it was decided to withhold the appatatment, pending 
further information. 

The recommendation of the medical staff, that 
Drs. Sahlmark and Sauer be made members of the 
staff, was approved. 





Deep Therapy X-Ray Equipment for Sale 








Greatly Reduced 


We have for disposal a Keleket remote-control, high- 
voltage outfit, capacity 280,000 volts, 50 milli-amperes, 
in guaranteed condition, at a most reasonable price. 


Machine is arranged for 220 volts, 60-cycle current, but 
can be adapted to 25 cycles, or direct if required. Can 
be supplied complete with water-cooled tube equipment 
at a saving of almost half regular price. 





490 Yonge Street 
TORONTO (5) 


THE BURKE ELECTRIC & X-RAY CO. 


219 Medical Arts Building 
MONTREAL 
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St. Joun, N.B.—Dr. C. W. MacMillan, formerly 
of the River Glade Sanitarium staff, has arrived in 
St. John to join the staff. of the St. John County 
Hospital. Dr. MacMillan is a graduate of Dalhousie 
University, Halifax, and practised in Newfoundland 
for two years before going to River Glade. 

He will take the place at the County Hospital of 
Dr. Perry McG. Knox, who was appointed first assist- 
ant on the departure of Dr. R. W. Grant to join the 
surgical staff of the Ann Arbor University Hospital. 

* * * 

Lonpon, Ont.—Complete reconstruction of Vic- 
toria Hospital is recommended in a report presented 
to the Hospital Trust by Dr. W. H. Walsh, Executive 
Secretary of the American Hospital Association, and 
Dr. M. T. MacEachren, Associate Director of the 
American College of Surgeons. 

This report will be dealt with by the Trust at a 
meeting some time in the near future. These two 
experts were engaged by the Trust and by the Board 
of Governors of the University of Western Ontario to 
make a survey of the present plant some months ago 
in order to discover what steps should be taken to 
bring the hospital completely up to date. It was 
stated at the time the survey was commenced that 
it would either mean extensive remodeling of the 
present building or a complete reconstruction. The 
latter plan has been recommended as the only 
method to follow in the interests of all concerned. 
This will mean the razing of the present buildings, as 
the new structure will. be placed on the site now 
occupied. The estimated cost is $1,500,000. 
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How neat your coats, aprons, 
caps, gowns, uniforms appear 
depends on whether or not 


“SIZED 


OVER THE WHEEL 





isn’t being used any more 
in down - to - the - minute 
hospital laundry departments. 


O RDINARY starch simply 


SIZE—DON’T STARCH 


They long since found out that 
Satin Finish sizing is the only 
finishing agent that imparts a 
new appearance to oft - washed 
apparel. The original body and 
strength too, are put back into 
flimsy fabrics that have had 
too many meetings with the 
washer. 


SIZE—DON’T STARCH 


Remember, Satin Finish is mot just 
another starch—it isa sizing—just 
the same as we make for the textile 
mills, but modified for laundry use. It 
acts like sizing and does all that is 
originally done at the textile mill. 
Cheaper than starch—eliminates all 
hand starching, drying, dampening, 
cooking, etc. Just sprinkle it over the 
wheel raw while running the last rinse 
or blue water—simple, quick and many 
times more efficient. 


The Keever Starch Co. 


Columbus, Ohio 


MAIL THIS SLIP FOR FREE 3-POUND SAMPLE BAG 


NREL AG ACME RE SHANA LORE Ae OM ARNE 


0 LAUNDRY MGR. 0 SUPERINTENDENT 


i ae aN ped nae IRs 


Address. 
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Classified Department 


CLASSIFIED RATES 


Four cents a word each insertion. A discount of 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


























Positions Open 
INSTRUCTRESS: (a) for 100-bed hospital, 33 students. Lake 
port metropolis. Salary $110 and maintenance. (b) Michigan 
opening in 75-bed general hospital. Small training school to 
start. $1,300 a year and full maintenance. No. 1501 Aznoe’s 
Central Registry for Nurses, 30 North Michigan, Chicago. 





(a) Head nurse between 20 and 30, for 12-bed hospital, New York 
$90 and maintenance. (b) Protestant night nurse between 28 
and 35 wanted for 25-bed*hospital, Southern Michigan. $100 
and maintenance. (c) Night nurse wanted in 200-bed Chicago 
hospital. $90 and maintenance. No. 1502 Aznoe’s Central 
Registry for Nurses, 30 North Michigan, Chicago. 


(a) Anesthetist for 85-bed hospital near Chicago. Also supervise 
small maternity floor, $115 and maintenance. (b) Supervisor 
for Women’s and Children’s Department, 150-bed hospital near 
New York City. $100 and maintenance. Write for our new 
free booklet, ‘‘Interesting Facts About Aznoe’s.”’ No. 1503 
Aznoe’s Central Registry for Nurses, 30 North Michigan, 
Chicago. 


Applications desired for position of Superintendent of Nurses 
for small general hospital in Central Ontario. Salary offered, 
$100.00 per month; duties to commence soon as_ possible. 
Write box 169, Canadian Hospital. 


WANTED-—Situations for accredited graduate nurses, tech- 
nicians and dietitions; candidates available for every kind of 
position—from general duty nurse to hospital executive; refer- 
ences investigated always; services gratis to employers. Medical 
Bureau, Marshall Field Annex, Chicago. 


Situations Wanted 

CANADIAN DIETITIAN—(a) Age 23, over a year’s experience 
as assistant, desires similar opening, Canada preferred. Reason- 
able salary. (b) B.S. Columbia, age 28, about six years’ experi- 
ence as Hospital Dietitian and Instructor of Nutrition and 
Dietetics, available for appointment. Will start at $100 and 
maintenance. No. 1521, Aznoe’s Central Registry for Nurses, 
30 North Michigan, Chicago, 


Jewett Training School for Nurses 

BusHWICK HosPITAL, BROOKLYN, N.Y. 
Registered with New York State. Thirty-month course to young 
women having one year high school or equivalent. $15-$25 
allowance made after preliminary period. Write for catalogue 




















Blankets 
BLANKETS FOR HOSPITALS—“If it’s blankets, buy the 
Skelton Brand.’’ We specialize in hospital blankets and sell 
direct from the mills. Get better quality blankets at lower 
rices. Hundreds of prominent hospitals are our customers. 
Write for miniature samples and prices. Skelton Woollen 
Mills Company, 47 King St. West, Toronto. 





Diplomas 
DIPLOMAS—ONE OR A THOUSAND-—Illustrated circular B 
mailed < request. Ames & Rollinson, 206 Broadway, New 
York, N.Y. 





Schools of Instruction 

WOMAN'S HOSPITAL IN THE STATE OF NEW YORK, 
West 110th St., New York City (155 gynecological beds, 50 
obstetrical beds). 

Affiliations offered to accredited training schools for three 
months’ courses in obstetrics. 

POST-GRADUATE COURSES 

Six months in gynecology, obstetrics, operating room technic. 
clinics and ward management. Three months in obstetrics. 
Three months in operating room technic and management, 
Theoretical instruction by attending staff and resident instructor. 
Post-graduate students receive allowance of $15 monthly and 
full maintenance. 

Nurse-helpers employed on all wards. For further particulars 
address, Directress of Nurses, Woman’s Hospital. 
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HERE ARE GOOD REASONS 
FOR THE RECOMMENDATION 
OF THESE NUTRITIOUS 
SYRUPS 


They contain Dextrose. 
They are most easily digested. 


They furnish a maximum amount 
of energy with a minimum 
digestive effort. 


They are prescribed by leading 
specialists for infant feeding. 


EDWARDSBURG 


CROWN BRAND 
LILY WHITE 


CORN SYRUPS 


The 
Canada Starch Co. 


LIMITED 
MONTREAL 
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Highly Organized Department at General 
Hospital, St. John, N.B. 


To serve on an average 900 tempting meals 
every day of the year is the task which devolves upon 
the dietitian’s department at the General Public 
Hospital, St. John, N.B., and the majority of those 
meals must be especially dainty to tempt the appetite 
of invalids, many meals being required to follow 
special orders of the physicians. To-day diet is in 
many cases one of the most important parts of the 
treatment, and in consequence, the dietitian’s depart- 
ment is one of special consequence in the scheme of 
things at the hospital. 

Miss Helen M. Wetmore holds the office of dieti- 
tian with Miss E. G. McQuade as assistant, and Miss 
Jessie Amos as pupil dietitian. The kitchen staff 
consists of the chef, his assistant and two men, one 
to wash dishes and one to prepare vegetables. The 
glistening kitchen, splendidly equipped, sees wonderful 
feats of the culinary art. 

It is the chef’s duty to cut the carcass of meat into 
roasts and to carve all the meat after it is cooked. 
A huge steam table in the kitchen and steam tables 
at the diet kitchens on each floor of the hospital keep 
the food hot, and in the separate diet kitchens on the 
various floors the nurses serve the food on the different 
trays. 

The private and semi-private patients have their 
special deserts, salads, cakes and other delicacies pre- 
pared in the main diet kitchen on the third floor where 
Miss McQuade is in charge. Three pupil nurses at a 
time, for eight weeks, receive instruction in preparing 
meals for invalids, and are on duty in this kitchen or 
in the special diet kitchen where the carefully weighed 
and calculated meals for diebetic and special cases are 
prepared. The special diet kitchen is conveniently 
close to the main diet kitchen. 

A Personal Touch is Added 

The food for the public patients varies little from 
that of the private patients. As a dainty touch for 
the private and semi-private patients at the present 
time a flower fresh from the garden or provided by 
interested friends is placed in the table napkin. 

Besides the patients, the dietitian’s department 
must cater for the seventy nurses, serving meals in 
the nurses’ dining room in two sittings, as the room 
will accommodate only half the nursing staff. A 
specially served meal must be sent to the annex for 
infectious diseases in a special container. Three 
meals a day must also be served to the working staff 
of the hospital, numbering about forty, and special 
meals are served in the doctor’s dining room, where 
there is an average of seven doctors. 

The room which must meet all these demands is 
one of the best equipped to be found anywhere, Miss 
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Wetmore believes. Its white-tiled walls and red-tiled 
floor, its large windows, the huge range with other 
appurtenances make that kitchen a very attractive 
place in the quieter hours after dinner. An electric 
elevator carries the food to the different floors of the 
building. An electric ice cream freezer and vegetable 
peeler have their places in an outer kitchen. 

In the scullery where the dishwashing machine is 
located, there is a bread-cutting machine, and since 
between 80 and 100 loaves a day are used, this machine 
has done noble duty. The chef or his assistant is on 
duty at 6 o'clock each morning to cook the breakfast. 
The cereal is prepared overnight and is ready in its 
steel-jacketed heater. A small pastry kitchen opens 
off the main kitchen and a big store-room is just across 
a corridor. 

The ordering of supplies, and the planning for 
meals devolve upon Miss Wetmore, who also must 
instruct the nurses in dietetics and the pupil dietitian 
in practical management, and have oversight of the 
whole department. Many of the supplies are bought 
by contract. In the planning for the meals, allowance 
must be made for the orders for special diets. There 
is a splendid system throughout the entire department. 
That it functions perfectly is abundantly proved by 
the general satisfaction with the meals served and 
the appreciation of the most fussy patient. 





KINGsToN, Ont.—Dr. Keith W. Cameron, for- 
merly of Perth and Lanark, has been appointed 
resident surgeon of the Robert G. Green hospital at 
San Antonio, Texas. This is the only hospital in 
South Texas which measures up to the standard 
required by the American College of Surgeons, and 
the position Dr. Cameron has taken has been newly 
created in order to raise the standard of the work. 








FOODS and BEVERAGES 














LA PERLE 


PURE FRENCH OLIVE OIL 
Analysed and pronounced “‘a perfect specimen of 
Olive Oil.” 

Write, wire or phone at the expense of 


W. G. PATRICK & CO., LTD. 


51-53 Wellington St. W. - Toronto 


HALIFAX MONTREAL WINNIPEG CALGARY VANCOUVER 














Serve Your Patients with 


BEEKIST HONEY 


The choicest selection of Ontario’s Honey rigidly graded 
and inspected. It contains all the elements necessary to 
the building and nourishing of the human system. 


Ontario Honey Producers Co-Operative 
LIMITED 
47 Wellington St. East - 





Toronto, 2, Ont. 
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Food Service Equipment 














M‘Clarys 


SPECIALIZE IN 


KITCHEN EQUIPMENT 


Insulated Food Conveyors, Permanent and Portable Steam 
Tables built to your specifications by skilled mechanics to 
conform to the hi h standard of excellence always associated 
with the name of McClary. 


Tell us your requirements and we will give 
you estimates. 




















40 Years’ Service to the 
Bakery Trade 


OVENS 


For every purpose 
COAL, WOOD or GAS 
Catalogue on Request 
HUBBARD PORTABLE 
OVEN COMPANY 
1100 Queen St. W. Toronto 
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ICE MACHINE CO. LTD.°» TORONTO 


| DOMESTIC. APARTMENT HOUSE &-__, 
COMMERCIAL REFRIGERATION - ~ oS ino 














GEO. R. PROWSE RANGE CO. 


LIMITED 


High-Grade Kitchen Equipment 
for Hospitals, etc. 


2025 UNIVERSITY ST. - MONTREAL 














HOSPITAL AND INSTITUTIONAL 


Crockery, Silver and Glassware 
Distributors for 
JOHN MADDOCK & SONS, LTD., ENGLAND 


We specialize in Institutional Equipment and 
sell direct. May we send you quotations 
on any of the above lines you may require? 


BRITISH & COLONIAL TRADING CO. 
LIMITED 


284-6 Brock Avenue - TORONTO 
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The Guelph General Hospital 
Continued from Page 23 


To continue with the growth of the hospital, when 
Miss Shepherd succeeded to the position, the number 
of patients was still increasing, and once more it was 
found necessary to enlarge. Tenders were let for a 
new wing which, when completed, was known as 
“The Albert Wing,’’ and was opened in 1897. It 
contained an operating room which at that time was 
one of the most complete in equipment in the province. 
It also contained sun rooms, nurses’ rooms and 
elevators, as well as having a splendid ventilating 
and heating system, making the hospital a most 
up-to-date ‘institution, and having a capacity for 
ninety patients. 

In 1904 the Elliott Home was erected by money 
left by the late George Elliott for that purpose. Mr. 
Elliott had always taken the keenest interest in the 
hospital from its beginning, and, according to his will, 
the home was to be erected on hospital grounds, and 
governed by a board of directors to be selected by the 
hospital directors from their own members. 

The next step toward improvement was the 
buying of the house and land adjoining the hospital, 
known as the ‘‘Winston property,” in 1906. This 
was converted into a home for nurses, and was known 
as the ‘‘Forsyth-Hepburn Home,” so called on account 
of money having been left for the purpose of securing 
a nurses’ home, by Mrs. Forsyth, whose maiden name 
was Hepburn. This house was later moved to 
Derry Street, where it is now used as a lodging for 
the maids employed in the institution, and in its 
place a modern and very attractive home for nurses 
was built in 1910-1911. 

In 1911-1912 the Isolation Hospital was built on 
hospital property. It is owned by the city and 
operated under hospital management. 

Another Enlargement 

Another big step was taken in 1914-1915, when 
the hospital building was once more enlarged and in 
every way improved. Several more semi-private and 
private rooms were added, some of the latter having 
their own bathrooms. In 1924 the operating room 
were enlarged and done over, with all the latest 
equipment. At present there are two operating rooms 
and an anesthetic room, also a splendid X-ray depart- 
ment, installed in 1921. Improvements of the latest 
equipment were added in 1926. During that year a 
physical therapy department was also added. Both 
of the latter are at present under the able direction of 
Dr. Hacking, and bring the hospital into the ranks of 
the highest standard of efficiency. 

In 1925 a by-law was passed by the City of Guelph 
giving a grant of $45,000 toward the installation of a 
central heating plant and a refrigeration plant. 

There are at present 150 beds, 50 nurses in training, 
a staff of graduate nurses and a dietitian. 

Since the start of the hospital, 291 nurses have 
graduated, many of whom have received positions of 
great responsibility elsewhere. Several enlisted and 
saw service overseas during the Great War, and there 
is a tablet erected in the main corridor of the hospital 
to the memory of those who lost their lives during the 
influenza epidemic of 1918. 
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The hospital is ideally situated in seventy acres of 
its own farm land, with its own dairy herd, chickens, 
pigs and orchard. Enough vegetables for its own 
consumption are grown. 

The success of the hospital has been largely due to 
the splendid co-operation of the doctors and to the 
untiring efforts of the board of directors. Many men 
prominent in the city have served in this capacity, 
and all have seemed to take an intense interest in its 
welfare and progress. An organization which has 
been of great benefit is the hospital ladies’ aid, which 
not only supplies linen annually, but on various 
occasions has raised funds for hospital purposes, by 
special efforts of one kind and another. 





BARRIE, ONT.—The Royal Victoria Hospital is 
to have a new nurses’ home with accommodation for 
twenty-four nurses. An offer by Leighton G. Mc- 
Carthy, K.C., of Toronto, to bear all cost in connec- 
tion with the erection of a nurses’ residence as a 
memorial to his father, the late Dr. J. L. G. Mc- 
Carthy, of Barrie, has been accepted. Contracts have 
been let, and work has already been commenced on 
the site of the new building, immediately west of the 
hospital. The residence is to be completed by 
January 1, 1928. 





OBITUARY 











J. J. McFadden, M.D. 





at the family residence, 936 North Drive, Fort Garry, 
of Dr. J. J. McFadden, in his 71st year. 

Dr. McFadden was born December 21, 1856, in 
Mornington County, Ontario. He was the son of 
Moses McFadden, pioneer surveyor of this country, 
and as early as 1873 he came west with his father on a 
survey. Dr. McFadden graduated from the Univer- 
sity of Toronto in 1880 and some two years later 
moved to Neepawa, Man., where he practised for a 
period extending over eighteen years. 

In 1900 Dr. McFadden took up his abode at 
Brandon, Man., and was superintendent of the 
asylum at that place for three years. He returned to 
Neepawa in 1903, but only resided there for a short 
time. He later returned to Brandon and was again 
appointed superintendent of the asylum and was thus 
occupied until late in 1917. 

Since then Dr. McFadden served as surgeon at 
the penitentiary at Stony Mountain, Man., for almost 
ten years. 





Roderick Vincent Macdonell, M.D. 

Otrawa.—Dr. Roderick Vincent Macdonell, popu- 
lar twenty-seven year old physician formerly attached 
to St. Luke’s hospital staff and with the Fraser Brace 
Company as camp physician on the Gatineau during 
the past three years, died on August 7th at a local 
hospital, following a severe attack of appendicitis. 

Dr. Macdonell’s death occurred practically on the 
eve of his wedding as he was engaged to be married 
to Miss Theda Gauthier of Ottawa, during the latter 
part of this month. 
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SAVE PAINTING BILLS 


This wonderful product is just the thing for your 
hospital; will clean painted walls, enamel, woodwork, 
metal ceilings, ra aero all decoration—will make 
them just like new vith little labor. 
A RENOVATOR A MONEY-SAVER 
Write for Full Particulars 


STANDARD CLEANING PRODUCTS LTD. 
81BOND STREET - 
































Diack Control 


STERILIZATION Accepted the 


world over as a needed safety measure 
SAMPLES FREE 


A. W. DIACK 


5533 Woodward Ave. DETROIT, Mich. 
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The Sign in of Quality 


White X-Ray and “heii 


Supply 
80 Richmond St. East, Meeiede. Main 5285 

















Classroom Equipment 


Dissectible Models, 
Charts, Bone Studies, Dolls, Specimens and Slides 
Sor 
Anatomy, Physiology, Obstetrics, Gynecology, 
Neurology, Embryol , Otol logy, 
Laramie tke. 


Denoyer-Geppert Company 





5235-57 Ravenswood Ave. - CHICAGO, ILLINOIS | 
| 




















CARETAKERS’ SUPPLIES 
Bruther cine. Coclean 2.7 Pe 
as ep ge Set oo 


SOCLEAN LIMITED 


444 King St. W. Toronto 2 
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Artistic Cast Bronze Poadastess 
B R N 7, E or meee Tablets in 
id Bronze. 

Ward Plates—Directory Boards and Main Entrance Signs 
—Bronze Standard and Bracixet Lamps, etc. 
Hospitals We Have Supplied: 

St. Thomas War Memorial Hospital, St. Thomas, Ont.; London 
War Memorial Hospital for Children, London, Ont., Alexandra 
Sanatorium, London, Ont.; Prince Edward County Hospital, 
Picton, Ont., Muskoka Hospital Tablet to Sir Wm. age, 

Tillsonburg Memorial Hospital, Tillsonburg Ont., etc. 


Write Us for Prices and Suggestive Sketches 


I. G. Tickell & Hons 


Art Bronze Founders 
560 KING ST. W. (Ad. 4062) TORONTO, ONT. 




















Your Marking Problem Solved! 


Cash’s Names & Woven Labels 


Ensure clear, neat and 
permanent identification. 
SAMPLES AND PRICES ON REQUEST 


J. & J. CASH, INC. 


10 Grier Street ~ Belleville, Ont. 














OSPITAL Recorps 


We make and supply the new 
standard systems and equipment 
for Hospital Record Keeping. 
Samples and complete informa- 
tion on request. 


System Service Department 


)FFICE SPECIALTY MFG; © 


\\||~ 97 Wellington St. W., TORONTO 


























| The Burke Electric & X-Ray Co. 
X-RAY ENGINEERS 
Complete X-Ray and Physio-Therapy 
Installations, Maintenance Service 
Special Equipment Made to Order 
Kelley-Koett X-Ray Apparatus 


219 Medical Arts Bldg., 


490 Yonge Street, 
Montreal 


Toronto 














CANADIAN LABORATORY SUPPLIES 
LIMITED 


Canada’s Leading Laboratory 
LAs Supply House 


canis 


Headquarters in Canada for Laboratory Apparatus 
and Chemical Reagents 


437-439 King Street West - Toronto 2, Ont. 
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Acme International X-ray Co.............. 
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Talsdo Tecknwal Anoance Co. .3).. oss cts Hie ee ene ws 21 
Gy ee an RCRD yo ensn 0 go die oS ochia les aides Walaa we Re 34 
ge Ge UE IS or | Ce ee eS Pn ee 6 
White X-Ray & Surgical Supply CO. 0.00. . oeee ct ween 33 
RAC EAAINNNERE 55 a8 5 vs vo 4 9 3 aio re Oo ee Be 30 
ANTIDOLORIN 
Put up in 
60 Gm. 
and 
100 Gm. 
Glass Tubes 
Coarse or 
Fine Spray 
Write for 
special prices 
to Hospitals. 
Ethyl chloride of guaranteed purity. The standard for 
twenty-five years. e, economical and convenient. 
‘a * MACDONALD, PHM.B. 
101 College Street Toronto 
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“This continual folding and cutting is 


certainly awfully tedious 


199 


How the “ready-made dressings idea”’ 
relieves nurses of tedious, unnecessary labor 


N the dressings room of a Southern hospital, two nurses 

were making dressings. And talking. One said: ‘This 

continual folding and cutting, cutting and foldiag, over and 
over again, bores me to death!” 


The other said: “But learning how to make dressings is 
part of the course and, besides—we usually do find the time.” 


The first nurse said: ‘But I know how to make dressings. 
I learned that the first two weeks I was here.’’ She continued: 
“And I would so much rather spend this time learning how 
to care for patients—which, after all, is what I’m really here 
to learn.”’ 


The other said: *“Well, anyway, there is a company that 
has a plan now to make the dressings up before selling them 
to hospitals. Maybe our hospital will buy from them.” 


The first nurse said: ‘‘I hope so!” 
nee 


Fortunately for these two young women, their hospital soon 
did buy from the company which planned to manufacture a// 
dressings in partially-finished forms. 


For the hospital’s executives found that although nurses 
always have been expected to make dressings, it és a tedious 
task. And as long as the new Lewis “‘ready-made dressings 
idea’’ enabled them to relieve their nurses, with no increase in 
cost, they could see no reason for not adopting it. 


The new Curity ‘‘idea’’ briefly is this: 

It is the contention of this company that the manufacturer 
should do more than just furnish surgical dressings material 
to hospita!s. The company can be of greater service by making 
the finished dressing itself or as much of it as possible. 


Thus this ‘‘ready-made dressings idea’ does more than 
relieve nurses of drudgery. It means greater convenience, 
greater operating economy and better control of supplies. 


To date 9 Curity products express the “ready-made dress- 
ings idea.’’ Ready-cut Gauze, Dressing Rolls, Surgical 
Sponges, Sliced Bandage Rolls, Bandages, O. B. Pads, Kotex, 
Combination Rolls and Cellucotton Absorbent Wadding 
Ready-Cut. 


To hospital executives we shall willingly send samples ot 
any or all of these products. Or your Curity salesman, reached 
at a branch office, will gladly show them to you and demon- 
strate their many advantages. Simply mail a post-card. 





LEWIS MANUFACTURING CO. 
OF CANADA, LTD. 


13 Victoria Square Montreal, Quebec 
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St. Michael’s Hospital 
Addition 


Architect, J. P. Hynes 
Toronto 
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New Adbilitien to St. Miletinel’s 


Hospital, Toronto, Equipped 
Throughout with Frigidaire 








Frigidaire Equipment 
St. Michael’s Hospital Extension 
BASEMENT 
Specially constructed mortuary cabin- 
et with four receptacles. 
Four Frigidaire cooling coils and com- 
pressor. 
One Frigidaire in laboratory 
SECOND FLOOR 
One Frigidaire in pantry, Isolation Dept. 
THIRD FLOOR 
One Frigidaire in pantry. 
FOURTH FLOOR 
One Frigidaire in pantry. 
SIXTH FLOOR 
Three Frigidaires in laboratories. 
SEVENTH FLOOR 
Two Frigidaires in Maternity and 
Nursery Diet Kitchens. 
Private and Semi-Private 
Ward Buildings 
Seven Frigidaires (oneon each floor) and 
six Frigidaires (one on each floor from 
first to sixth). 
BASEMENT 
One Frigidaire in Servery. 
One Frigidaire in Diet Kitchen. 
One Frigidaire for general use. 
FIRST FLOOR 
One Frigidaire in Dispensary. 
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r*|HE name of St. Michael’s Hospital, and its 
_—.| many years’ enviable record, are familiar to 
*)} Canadians from coast to coast. With the 
completion of the new seven-story extension illustrat- 
ed above, it became one of the foremost in size in 


Canada. 


The fittings and equipment in this new extension are 
the finest that modern science has produced. It is 
equipped throughout with Frigidaire Electric Refrig- 
eration. 


Frigidaire is providing safe, convenient, economical 
refrigeration in hundreds of hospitals and in hundreds 
of thousands of homes. It automatically provides 
uniform temperatures at any desired degree of cold- 
ness. Protects serums, vaccines and similar perish- 
able drugs against loss. 


Detailed information on Frigidaire for hospitals 
will be sent on request. 


Frigidaire Corporation, Toronto, Ontario 








